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Power Supplies for Microwave Relay Systems 
H. M. WARD 


А paper presented before the Summer General Meeting of the American Insitute of 
"Eiectrical Engineers in Swampactt, Mass, June 199. 


Mont than a century ago, Samuel F. B. 
Morse transmitted the words “What Hath 
God Wrought!” from Washington to Balti- 
more, and thus became the first individual 
to make practical use of electrical energy 
in the communications field as a substitute 
for physical exertion. For many years 
thereafter, simple primary battery plants 
sufficed as the fundamental source of 
power, without which there would have 
been no telegraph industry. Subsequent 
improvements in the speed and efficiency 
of telegraph operations brought about 
greatly increased demands for power and 
have made the requirements as to stability 
and reliability much more exacting. It is 
the microwave radio relay system, how- 
ever, with its inherent capacity for large 
numbers of communication channels on a 
single circuit, that has emphasized the 
necessity for power supplies of maximum 
continuity and dependability. 

In a microwave radio beam system such 
as built by Western Union, the volume of 
traffic on a radio beam and hence the im- 
portance of the circuit far exceed that of 
anything previously used in the telegraph 
industry. Furthermore, completely auto- 
matic operation of all relay stations, 
except during prolonged operation on 
emergency power, was essential as a 
fundamental requirement. The relay sta- 
tions are substantial in number and so 
widely scattered that the cost of providing 
attendants at each station on a 24-hour 
basis would have been prohibitive. There- 
fore the importance of maintaining con- 
tinuous operation, and the fact that each 
relay station would have to function 
entirely without human aid at all times, 
in all kinds of weather, made extreme 
reliability one of the prime objectives in 
the design of the power plant equipment. 
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The Power Supply Problem 


Radio beam "terminal" stations are 
located in cities where dependable power 
supplies already exist, but the "relay" 
stations, almost without exception, are 
located in remote country districts where 
the commercial power supplies are sub- 
ject to frequent outages due to line breaks 
caused by ice and wind storms. The radio 
beam equipment was designed for opera- 
tion on 115-volt, 60-cycle а-с commercii 
power. However, since a power interrup- 
tion of even a fraction of a second would 
cause disturbance in the beam signals that 
would persist for an appreciable period of 
time, even after power is restored, it 
was essential to provide each relay station 
with auxiliary power equipment. which 
would function so quickly and so depend- 
ably that any failure of the primary power 
sources would have no effect on the radio 
beam operation. 

From previous experience it was known 
that automatic transfer switch operation 
could be achieved with an interruption of 
only about 0.05 second. It was also known. 
that the addition of capacitors in the plate 
supply units of the radio equipment would 
make continuous operation possible dur- 
ing interruptions of more than twice that 
interval. The problem, therefore, was to 
provide an auxiliary source of 115-volt, 
60-cycle alternating current which would 
function in less than 0.1 second after a 
fuse blew or a tree fell over the power 
supply line. 


The Complete Power Plant 

The major components of the power 
plants installed at all relay stations of the 
radio beam system are shown in Figure 1. 
Commercial 115-volt, 60-cycle a-e power 


ns 


сомнан. 
PONER SERVICE 


GASOLINE ENGINE 
GENERATOR SET 


MS vour во суса 
Simote PHASE ae 


‘STARTER 


cowrnot 


m 
DISTRIBUTION PANEL 


1 


OIL BURNER 
CIRCULATING 
FAN 


E 
VIBRATOR | 
не 


REGUL ATINC 
TRANSF OF 
à 
120 VOLT UNT m 
STORAGE 
BATTERY EQUIPMENT | EQUIPMENT 


Figure 1. Block diagram of relay station power plant 


service is used as the normal source of 
supply for operating radio equipment, 
battery charging rectifiers, station and 
tower lights, oil burner motors and other 
miscellaneous loads. An engine generator 
is provided as the prime emergency power 
supply for protection against prolonged 
power failures, and vibrator units, op- 
erated from a storage battery, are pro- 
vided as the initial “instantaneous” re- 
serve source of alternating current to 
maintain radio operation during the early 
stage of a power interruption, until the 
engine generator unit has started and 
reached a steady operating condition. 

In the event of failure of the regular 
service, or a drop in voltage from the 
normal 115-120-volt level to below 102 
volts, the "secondary" relay-controlled 
transfer switch almost instantaneously 
м 


connects the storage battery to the input 
side of the two vibrator units and trans- 
fers the radio load to the vibrator units, 
Simultaneously, the "main" relay-con- 
trolled transfer switch is set to start the 
engine-driven generator, and to switch the 
load to it just as soon as the latter comes 
up to full speed and voltage, which may 
be 30 seconds or more after the initial 
operation. Actual starting of the engine is 
delayed for approximately 15 seconds in 
order to avoid unnecessary starting dur- 
ing extremely short power failures. If for 
any reason the engine should fail to start, 
the radio load would remain on the 
vibrators. 

Simultaneously with these operations, 
special signals are automatically trans- 
mitted to each terminal to indicate that 
a power interruption has occurred and 
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whether the load is being carried on the 
vibrator unit or the emergency engine. 
‘These fault tone signals are sent by a code 
keying unit, operating over the service 
channel of the radio beam circuit. 
When regular power is restored, the 
load is automatically transferred back to 
that service, the engine unit shut down 
and the signals to the terminal stations 
restored to normal. Here again, however, 
actual return to regular power is delayed 
for about 5 seconds after the commercial 
service reaches a minimum value of 108 
volts, in order to make sure that the 
restoration is reasonably permanent. It 
often happens that in the ease of a power 
failure resulting from a short circuit or 
grounded transmission line, the power 
station attendant will make one or more 
attempts to reclose the circuit breaker 
feeding that line, only to have the breaker 
trip out again if the fault has not burned 
clear. The slight additional delay in trans- 
fer back to normal service almost entirely 
eliminates unnecessary switching opera- 
tions and restarting the vibrators and 
engine unit under such conditions. Regu- 
lating transformers are interposed be 
tween the “secondary” transfer swite 
and the radio equipment in order to c 
rect for variations in the commercial 
service, engine unit and vibrator voltages. 
Each station is provided with a small 
oil burner for heating purposes, not only 
to provide comfortable working conditions 
during emergencies, but to prevent con- 
densation on radio and power equipment 
which could interfere with normal op- 
eration, The heating plant is normally 
operated so as to prevent the inside tem- 
perature dropping below 40 degrees F. 
This has the added advantage of facilitat- 
ing the starting of the engine unit and 
preventing loss of battery capacity at 
excessively low temperatures. 


Vibrators 


The vibrators, which are normally in- 
tended to carry the radio load only until 
the engine unit has started and attained 
a steady operating condition, are big 
brothers to the units used for automobile 
radio operation and are the largest size 
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2. Vibrator unit 


available which have b 
enough to establish a satisfactory record 
of reliability. (Figure 2.) Each vibrator 
has an output rating of 750 volt-amperes 
at 115-volt, 60-cycle alternating current, 
and delivers its full capacity a-c output 
almost instantaneously after closing of the 
d-c input circuit. Inasmuch as the radio 
load for a relay station, sending and re- 
ceiving in two directions, is slightly in 
excess of 1 kva, it was necessary to divide 
the load between two 750-va vibrator 
units. The units are supplied from the 
storage battery which is kept fully charged 
at all times. 


п in use long 


Engine Generator Units 


Inasmuch as remote controlled auto- 
matic engine generator units had been 
used by thousands during the war in vari- 
ous branches of the armed services, there 
was considerable choice in the selection of 
such equipment. Various models produced 


1 


by five of the larger manufacturers were 
inspected and compared, and a design 
worked out which incorporated the vari- 
ous features of the different makes that 
were considered essential for the radio 
beam service. Four-cylinder gasoline en- 
gine drive (Figure 3) was selected in 
preference to a single or two-cylinder 
Diesel engine for two major reasons. First 
and foremost was the conviction that more 
reliable starting under cold weather con- 
ditions would be assured, particularly 
with unattended operation. Secondly, it 
appeared probable that the operation, 
adjustment and emergency repair of gaso- 
line engines would be more familiar to the 
average maintenance man, due to simi- 
larity to the ordinary automobile engine. 
Use of the individual manufacturer's 
standard arrangement of starting and pro- 
tective controls was adhered to so far 
ав practicable, since these had invariably 
been used on a sufficient number of units 
to insure that basic faults had been 
eliminated. 


Figure 3. 10-kw engine alternator unit 


‘The engines are radiator cooled and two 
motor-operated louver openings are pro- 
vided in the building wall for venting the 
heated radiator air and admitting fresh 
cool air, The radiator air exhaust opening 
is located directly in front of the engine 
and a canvas duct is provided between the 
front of the radiator and the opening to 
direct the air flow and insure maximum 
discharge from the room, particularly dur- 
ing summer months. Protective hoods are 
provided on the outside to prevent drift- 
ing snow, ice or sleet from plugging the 
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Figure 4. Air intake hood and power service 
entrance meter eabinet, gasoline tank 


opening or interfering with the operation 
of the louvers (Figure 4) and only a very 
coarse 44-inch mesh screen was specified 
to further reduce the possibility of restrict- 
ing the air flow, either by the screen itself 
or as a result of snow or ice being de- 
posited on the screen. Various protective 
devices to shut down the engine automat- 
ically in the event of overheating, im- 
proper lubrication or operation at exces- 
sive speed, are provided, The alternator 
equipped with a special voltage regulator, 
developed by the Electric Machinery Com- 
pany, which has no moving part or con- 
tacts and which consequently should 
reduce operating difficulties from such 
sources to a minimum. The engine gov- 
ernor is capable of maintaining a speed 
within limits of 1 percent maximum varia- 
tion at any given constant load and 4 per- 
cent maximum change between no load 
and full load. 

An underground gasoline storage tank 
of 120-gals. capacity is provided at each 
of the normal one-beam stations. This will 
provide for about five or six days continu- 
өше operation, which is considered ade- 


остовн 1949 


quate to allow time for replenishment, 
even under severe weather conditions. 
The quantity in storage is purposely 
limited in order to minimize the possi- 
bility of gum formation which will occur 
when gasoline is stored for periods in ex- 
cess of one year. Such gum formations 
could easily clog up the carburetor or fuel 
pump and cause failure of the plant to 
function, without prior warning. 


Battery and Charging Rectifiers 


In the majority of relay stations wh 
only one radio beam is involved, a 57-cell 
bank of 100-ampere-hour capacity storage 
battery is used to supply the d-c input to 
the vibrator units. A somewhat larger bat- 
tery is provided at stations such as Nesh- 
anic where additional load is imposed by 
extra beam circuits. The battery is kept on 
trickle charge from a regulated output 
selenium rectifier, developed primarily for 
this project. This rectifier maintains a 
constant voltage on the battery regardless 
of supply voltage variations within limits 
of 90 to 130 volts, so that the battery is 
kept fully charged at a rate just su 
to offset internal losses. When the battery 
is used during a power failure, the charg- 
ing rate is automatically increased until 
the battery is restored to a fully charged 
condition, at which time the trickle rate 
again prevails, The rectifier is also de- 
signed with inherent characteristics which 
prevent over-loading and burning out of 
the rectifier stacks or transformer. 

A separate battery with rectifier charger 
is provided for starting the engine genera- 
tor unit. 


Control Equipment 


The major portion of the transfer 
switching and control equipment is inco 
porated on the main control panel, Figures 
5 and 6, mounted immediately adjacent to 
the engine unit. This panel is enclosed in 
a metal cabinet with hinged double doors, 
front and back, to facilitate access. The 
two voltage control relays, which consti- 
tute the "brain" of the plant, are mounted 
on rubber supports fastened to the side of 
the cabinet, to prevent vibration or jars 
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Figure 5. Main control panel, front 


from affecting their operation. Connec- 
tions from the voltage control relays to 
the panel are made through multiple con- 
ductor plugs and receptacles to facilitate 
testing, removal and replacement of th 
units. The upper control relay, shown on 
the left side of the cabinet in Figure 5, 
provides the signals required for start- 
ing and stopping the unit and operation of 
the main transfer switch. The lower unit 
controls transfer of the radio load to and 
from vibrator operation. 


The voltage control relays were de- 
signed especially for this project since 
nothing was commercially available which 
would provide the degree of sensitivity 
and other characteristics desired. The a-c 
voltage to be monitored is applied to a 
small bridge-type selenium rectifier with 
а 75-microfarad capacitor across the d-c 
output of this rectifier as a filter. Vari 
tions in the a-c voltage are directly re- 
flected in the d-c output voltage of this 
small rectifier. A Western Union 41-C 
relay, standard except for armature air- 
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Figure 6. Main control panel, rear 


gap and contact spring adjustments, is 
used to detect th tions. The tw 
voltage control relays are essentially 
identical except for the method used for 
obtaining the different time delay desired 
on the reclosing operation. In one, char; 
ing of a capacitor through a fixed resistor 
provides the desired 5-second delay; the 
other, shown in Figure 7, utilizes a small 
synchronous motor-driven cam to provide 
a minute delay, to give time for the 
engine unit to attain stable operation 
Toggle switches are provided to by-pass 
the control relays so that they may be 
tested and adjusted without unnecessary 
transfer of load to the engine unit or 
vibrators. A pilot light at the top of the 
control cabinet indicates whenever any of 
the special test switches are not in normal 
Position for full automatie control to 
guard against the maintenance man in- 
advertently leaving the station without 
protection. 
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A special portable test set was designed 
for checking the adjustment of the volt- 
age control relays. Because of normal 
manufacturing variations in the small 
selenium rectifier stacks, resistors and 
other components, it is essential that each 
41-С relay be checked and adjusted in 
conjunction with the actual unit in which 
it is to be used. The relay test set provides 
а variable a-c voltage and meter, together 
with cord and plug connectors and indi- 
cator lights so that the 41-C relays may be 
conveniently checked in the required 
manner, without interference with opera- 
tion of the radio circuit. 

Meters on the main control panel show 
station load, voltage and frequency of out- 
side power, engine and vibrator units, and 
provide ready means for checking opera- 
tion of the plant. An elapsed time meter 
maintains a continuous record of hours of 
engine operation and shows whether any 
failures of regular power have occurred 
between inspections. A control switch is 
provided which permits testing of the 
engine unit either at no load or under 
load, simulating an actual power failure. 


Figure 7. Voltage control relay for 
secondary transfer switch control 


Also included on the main control panel 
are fuses for protection of load and con- 
trol circuits, engine unit circuit breaker, 
auxiliary protective relays, and a selenium. 
rectifier for charging the engine starting 
battery. This battery is normally kept on 
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a slow “trickle” charge in order to main- 
tain it at full capacity. A higher charging 
rate is available from the rectifier for use 
if required. 


Wie 
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Figure 8. Relay station rectifier and. 
power equipment cabinet. 


The rectifier and its control components 
are housed in a rack cabinet, Figure 8, 
which is also used for mounting circuit 
breakers in the d-c input circuits to the 
vibrator units and the a-c input to the 
regulating transformers. The two vibra- 
tors and two regulating transformers re- 
quired at the average one-beam station 
are housed in this same cabinet, to simplify 
the installation of equipment. The main 
control cabinet associated with the engine. 
unit and the rectifier cabinet were com- 
pletely assembled, wired and tested before. 
shipment to the station. It was then 
necessary only to put these two units in 
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place and provide interconnections be- 
tween them and to the radio equipment, 
power service entrance switch, engine 
unit and lighting cabinet to complete the 
installation. Since many of the relay sta- 
tions were in isolated locations, material 
savings in installation costs were thus 
effected. 


Terminal Station Power 


Because the terminal stations are 
manned 24 hours a day, the radio system 
power facilities at these points are of a 
muore usual type than described in the 
foregoing. Existing emergency supplies 
were utilized where available and vibra- 
tors were installed to serve as an instan- 
taneous source of alternating current 
where an existing battery reserve was 
available. The same type of voltage con- 
trol relay as used in the relay stations was 
utilized at the terminal stations to control 
transfer of the radio load from regular to 
vibrator power. The regulating transform- 
ers and vibrators, voltage control relays, 
transfer switches and associated protec- 
tive circuit breakers and alarm equipment 
for a two-beam terminal are housed in a 
rack cabinet such as shown in Figur 
and 10. 


Operating Experiences 


The preceding general description of 
the radio beam power plants and some of 
the considerations which affected their 
design necessarily lacks considerable de- 
tail regarding such items as the engine 
starting control and protective devices, 
generator voltage regulators, radio shield- 
ing, power distribution to radio equipment 
on the tower, and actual circuit diagrams. 
Rather than attempt to describe these 
various details, it would seem more desir- 
able to present a brief resume of the op- 
erating results experienced to date with 
the power equipment of the radio beam 
system, 

‘The New York-Philadelphia circuit was 
put into actual traffic operation late in 
1947. The New York-Washington installa- 
tion was completed and put into traffic 
operation on a trial basis during February 
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Figure 9. Terminal station power equipment 
cabinet, front view 


1948. The New York-Pittsburgh and 
Washington-Pittsburgh circuits were com- 
pleted and operated under test conditions 
a few months later. Operation was con- 
tinued until late August 1948, when regu- 
lar operation was temporarily discon- 
tinued to permit changes in tower con- 
struction incidental to the installation of 
additional television channels between 
New York and Philadelphia, and to make 
adjustments in radio equipment which 
operating experience had proven desir- 
able. This in effect constituted the initial 
"field trial” of the power plants. 

The emergency engine at Neshanic 
carried the station for a continuous period 


of over nine days, following the great ice 
storm of January 12, 1948. During this 
period, all power lines in the vicinity were 
down due to the storm, as were also all 
open wire telegraph circuits between 
New York and Philadelphia. However, 
the radio system continued to function 
throughout the emergency and to provide 
reliable circuits for traffic service. Later, 
while the New York-Washington circuit 
was carrying traffic on a fairly regular 


Figure 10. Terminal station power equipment 
cabinet, interior view 
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basis, accurate records of operation were 
kept and the following tabulation shows 
the number and duration of power supply 
failures occurring at each of the terminal 
and relay stations on that one circuit 
during the three months’ period between 
May 1 and August 1, 1948. 


could be determined from the log and 
subsequent detailed reports submitted by 
the maintainers. It will be noted that the 
outages of the commercial power supply 
add up to the rather astonishing total of 
approximately 150 hours 

Operation of the power plant equipment 


Number of Failures of Total Duration 
Station Commercial Power Supply of Failures 
Neshanie E 31 hours 43 min. 
Mt. Laurel pem D parue 

Brandywine o 
Elk Neck 2 Пг in 
Cub Hill 2 LN ND 
Severn 3 14 юн 
‘Washington Terminal 5 (All momentary) 
New York Terminal 2 

‘Total all stations > 61 hours 7 min, 


There was no interruption of the radio 
beam circuit during that period and no 
failure of the power equipment to func- 
tion, indicating a high degree of reliability. 

Subsequently, during a widespread 
snow, ice and rain storm on December 
15-16, 1948, at least 16 separate power 
failures occurred, affecting 10 of the 18 
relay stations on the three beam circuits 
comprising the New York-Washington- 
Pittsburgh triangle. As many as six of 
these stations were operating on emer- 
gency power at a time, making it difficult 
for terminal station attendants to correctly 
interpret and accurately log the multitude 
of alarm signals being transmitted. The 
following tabulation indicates the number 
and duration of failures, as accurately as 


was not perfect in all these instances, as 
there were two rather serious outages of 
the beam circuit due to loss of power. One 
of these was caused by a regulating trans- 
former circuit breaker opening at the 
instant the load was transferred back to 
regular power, apparently because of 
faulty breaker operation or because there 
was a current surge larger than had been 
designed for. In two other instances, these 
breakers failed to function properly, but 
in these cases the maintainer was present 
and closed the breaker immediately. 
Higher capacity circuit breakers have sub- 
sequently been substituted at all stations, 

In the other beam interruption, actual 
failure occurred due to a combination of 
circumstances. Here, the engine unit failed 


Number of Failures of. Total Duration 
Station ‘Commercial Power Supply of Failures 
Brandywine 3 hours 23 
Honeybrook = 4“ a 
Red Lion d УЕ 
Blue Mountain п“ ж“ 
Allegheny 3 5 35 
Bakersville = moa 
Jennerstown is 9404 
Little Savage a“ в 
Sideling Hill "row 
Gambril Park т. 37 


Total all stations 
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to start and at the same time the keying 
unit associated with the radio fault tone 
alarm system failed to function, so that по 
one knew the power had failed until actual 
interruption of the beam occurred. Subse- 
quent investigation showed that the sta- 
tion operated satisfactorily on battery 
power for at least nine hours after the 
regular power failed. Failure of the engine 
to start was apparently due to the exhaust 
pipe opening being completely clogged 
with ice, in spite of the precautions which 
had been taken to prevent such an occur- 
rence. This constituted the only major in- 
terruption of the beam caused by lack of 
power, during this entire interval. 

In another ease, the radio load remained 
on battery for two hours before being 
picked up by the engine unit, which then 


operated satisfactorily until the end of the 
power failure, five hours later. There was 
no interruption to the radio beam and 
what happened to the power unit can only 
be surmised from the fact that there were 
ice and carbon deposits around the ex- 
haust pipe and muffer joints, quite similar 
to what were found in the previously 
described failure. 

"The operation of the power plants at the 
various radio relay stations has been very 
gratifying. The reliability already demon- 
strated gives ample assurance that lack of 
power will not destroy the advantages of 
microwave radio beams for operation 
through fog, sleet, ice storms and light- 
ning, at times when these same elements 
may completely paralyze commercial 
power supplies. 


THE AUTHOR: H. M. Ward joined the staff of the Central 
Office Engineer after graduating in Electrical Engineering 
from Ohio State University in July 1921. He engaged in 
power engineering and the development of special power 
equipment for central offices, and designed most of the 
telegraph power plant at 60 Hudson St, New York. Sub- 


sequently he was closely associated with the original 
development of rectifiers for telegraph power supply, and 
was responsible for the design of rectifier installations at 
the Hammel and North Sydney cable stations which соп- 
stituted the first satisfactory substitute for storage battery 
plants in ocean cable service. More recently, in addition to 
the radio beam power plants, Mr. Ward has directed the 

reperforator switching 
centers at such offices as Cincinnati, Kansas City, Minne- 
apolis, Syracuse and New Orleans. He is a licensed pro- 
fessional engineer, a member of Eta Kappa Nu, honorary 
electrical engineering fraternity, and Sigma Xi. He is now 
on the staff of the Director of Installation, in charge of 
the engineering and installation of power equipment. 
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A Precision Voltage Stabilizer for 
Direct Current Power Supply 


A. A. STEINMETZ 


PusLic power facilities in the remote 
geographical locations of some of the 
ocean cable stations are more than ordi- 
narily liable to interruption and to wide 
variations of potential and frequency. 
Accordingly, to protect movement of 
traffic through these stations, it has been 
regular practice to use storage batteries 
to supply current to the various circuits. 
Duplicate batteries are necessary so that 
one set may be on charge while the other 
is being used. 

The message capacity of ocean cable 
equipment has in recent years been it 
creased considerably by employing elec- 
tronic amplifiers at the terminal of the 
cables. These amplifiers, of a high gain 
characteristic, are generally of a direct 
current type and for stability require very 
close control of current supply potentials. 
For example, the difference in terminal 
voltage which occurs when the working 
and spare battery banks are interchanged 
is sufficient to require amplifier read- 
justment, 

To meet these extraordinary stability 
requirements, a rectifier power supply has 
been developed which will maintain its 
output voltage constant within 1/200 per- 
cent while the input voltage varies plus or 
minus 10 percent from normal. The recti- 
fier operating potentials can now be ob- 
tained directly from the service mains; the 
storage battery plant, in conjunction with 
a vibrator converter, is needed only in the 
event of failure of the public power sup- 
ply. This installation has contributed to 
more reliable operation of the cable арра- 
ratus and has also permitted a substantial 
saving in storage batteries. 

At the outset of the development of a 
voltage regulating arrangement suitable 
for cable station use, a popular electronic 
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voltage regulator of somewhat fundamen- 
tal type was examined and was found to 
hold the rectified output potential con- 
stant within 1/2 volt as the applied poten- 
tial was varied over a considerable range. 
This device employed a control tube of 
the pentode type with an indirectly heated 
cathode, and it was found that variations 
in cathode emission were partly respon- 
sible for the remaining variation in output 
voltage. This fault was overcome by the 
Substitution of a filament type pentode 
which required only 0,050 ampere for 
heating purposes and so could be ener- 
gized from the regulated output of the 
regulator. The original regulator, thus 
modified, is shown in Figure 1; its opera- 
tion is as follows: 


Figure 1. Conventional type regulator, 
Cathode of control tube energized from 
regulated output 


In the regulator of Figure 1, the recti- 
fied output from the smoothing filter 
traverses the anode-cathode path of a 6L6 
regulating tube. The potential of the con- 
trol grid of this tube, which is normally 
negative with respect to its cathode, is 
determined by a potentiometer arrange- 
ment which comprises the anode-cathode 
path of a pentode control tube in series 
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with a 2-megohm resistor, the combina- 
tion being connected across the rectified 
output in advance of the regulating tube. 
‘The impedance of the anode-cathode path 
of the pentode is in turn controlled by the 
regulated output voltage as reflected by 
the IR drop occurring across а 5000-ohm 
resistance which, in series with a voltage 
regulator tube (VR-75), is connected 
across the final output terminals. A normal 
negative grid-cathode potential difference 
for the pentode is established by means of 
an adjustable filament resistor also con- 
nected in shunt to the output terminals. 
A. second rectifier tube with a condenser 
filter is provided to furnish the positive 
potential for the screen grid of the regu- 
lator tube, which must be substantial in 
order to maintain the necessary low im- 
pedance for this tube. 

‘The voltage regulating function of the 
system occurs as follows. The voltage drop 
across the VR tube remains substantially 
constant at 75 volts so that any departures 
of the output voltage from normal are re- 
flected 100 percent across the 5000-ohm. 


example, that the output voltage increases 
to render the grid of the pentode less 
negative with respect to its cathode. The 
impedance of the anode-cathode path of 
the pentode is thus reduced and the grid 
of the regulating tube is in turn made 
more negative so to increase the im- 
pedance of this tube and hence limit the 


output current, or voltage. A similar but 300 
reversed action takes place should the out-VOLTS 


put voltage decrease, so that output volt- 
age variations are reduced to a fraction of 
what they would be in the absence of the 
regulating arrangement. This correction 
function is substantially independent of 
frequency so that it is effective also to 
suppress any ripple voltage not fully re- 
moved by the filter. 

1t can be seen that the regulator is 
essentially a negative feedback device in 
‘which output voltage variations are ampli- 
fied and fed back to the grid of the regu- 
lator tube in reversed relation so as to 
reduce progressively the departure of the 
output voltage from normal. Perfect regu- 
lation would reduce the departures to 
zero, but that would require infinite gain 
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in the amplifier, and the operation would 
be unstable. The output of the regulator 
of Figure 1 is subject to a voltage variation 
of 0.34 volt as the a-c input voltage varies 
over the range from 100 to 130 volts. To 
reduce this further, the amplifier must be 
provided either with more gain, or with a 
larger grid voltage swing. It has been 
observed that on the input (anode) side 
of the regulator tube the voltage vari 
tions may reach 80 volts or more while 
remaining approximately centered at 300 
volts, Therefore, it was proposed to aug- 
ment the grid voltage swing by introduc- 
ing a limited amount of control voltage 
from the input circuit by means of a resis- 
tor placed in shunt to the regulating tube 
and then connecting the VR tube to an 
intermediate point thereon. The two parts 
of the resistor are designated В, and Ra 
in Figure 2. 
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resistor in series with it. Assume now, for YOU'S 


Figure 2. Regulator with 
compensation of control tube grid 
bias by input potential 


Trial values for Ri and ВЕ, may be 
calculated as follows: Let it be assumed 
that a voltage variation of 0.3 volt devel- 

across the 5000-ohm resistor and 
applied to the grid of the pentode will 
be sufficient to provide ample correction. 
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Adopting somewhat hypothetical condi- 
tions, it can be seen that at one end of the 
regulating range the impedance of the 
regulator tube will approach infinity and 
the voltage (Ej) across the tube will be a 
maximum, while at the other end of the 
range the impedance will approach zero 
and the voltage across the tube will be a 
minimum. For the high impedance condi- 
tion most of the VR tube current of 0.008 
ampere will be furnished through Ri, and 
if 272 volts has been found to be a prob- 
able maximum E,, then R, = 272/0.008 = 
34,000 ohms. If an 80-volt regulating range 
is desired, the lower value for E, will be 
192 volts and the current in R, will be 
192/34,000 = 0.0056 ampere and the cur- 
rent in В will be 0.008 — 0.0056 = 0.0024 
ampere. At the same time, the 0.3-volt 
variation developed across the 5000-ohm 
resistor is reflected entirely across Rs 
since the voltage across the VR tube re- 


mains constant. Therefore 0.3/0.0024 = 
125 ohms for Ra. 

‘The foregoing resistor computations 
were based upon somewhat hypothetical 
assumptions as to regulating ranges and 
also neglect the fact that the normal 
0.008-ampere VR tube current varies con- 
tinuously over a narrow range in accord- 
ance with the output voltage variations, 
То produce а 0.3-volt variation across the 
5000-ohm resistor, this range would be 
0.00006 ampere. In practice, the resistor 
values are adjusted experimentally to fit 
the particular VR and other tubes em- 
ployed, and the regulating range encount- 
ered in particular applications. In Figure 3 
the final column indicates that the voltage 
variation for the regulator of Figure 2 is 
reduced to 0.01 volt for an а-с supply volt- 
age range of 100 to 130 volts. 

Figure 4 is included to indicate the com- 
plementary current contributions from 
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Figure 3. Regulator potential and current data as input potential varies. 
Output potential shown with and without compensation 
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the unregulated input via R, and from the 
regulated output via Re, which together 
provide the regulating potential across the 
5000-ohm resistor. The 80-volt regulating 
range in E, shown in this figure occurs at 
140-220 volts, somewhat different from 
that cited in the foregoing sample calcu- 
lations. 

Changing the output to 125 volts in- 
creases the VR-75 tube current to 0.010 
ampere. The broken line included on Fig- 
ure 4 shows that the slope of the line 
Which represents the voltage drop across 
В. remains the same. 


Figure d. Current and potential relations in 
‘compensation branch as input potential varies 


The table of Figure 3 lists typical data 
applicable to the circuit of Figure 2 as 
finally adopted and indicates the results 
obtainable. In both Figures 3 and 4, the 
0.00006-ampere variation in the VR tube, 
while important in the functioning of the 
system, has for convenience been omitted 
from the data as given. 

The two resistances in the filament 
circuit of the 1LN5 tube are adjusted 
initially to provide approximate rated fila- 
ment current. The variable resistance pro- 
vides a convenient means for adjusting the 
output potential. For example, if this 
resistance is decreased, the cathode of the 
pentode becomes less positive with respect 
to its grid, its plate impedance is lowered, 
thus making the grid potential of the regu- 
lating tube more negative to increase its 
impedance and lower the output voltage. 
While this resistance change would ap- 
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parently tend to change the filament 
current, in fact the change in output volt- 
age restores this current to its former 
value. 

It might be supposed that still more 
exact compensation could be obtained if 
a larger portion of the control potential 
were obtained from the unregulated side 
of the 6L6 tube. However, stability would 
then be impaired, as would the capacity 
to compensate for voltage changes due to 
variations in load impedance. This latter 
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ure 5. Regulation of output potential 


property is illustrated in Figure 5 for the 
entire no-load to full-load range. The load 
capacity of the regulator may be extended 
up to any reasonable amount through the 
addition of regulating tubes in parallel, 
each tube being provided with individual 
screen and control grid resistors. The 
actual units built are rated at 0.4 ampere 
and employ five 6L6 tubes. This permits 
replacement of single tubes without dis- 
turbance to the output 


Figure 6. Front view of 
stabilized power supply set 
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Figures 6 and 7 show the front and rear 
views of the stablilized power supply set 
as assembled for cable station use. The 
same chassis mounts rectifier and stabili- 
zer elements together with the vibrator 
unit for fallback use. The line and load 
circuit breakers appear on the front panel 
together with a relay for automatic throw- 
over to the emergency storage battery. A 
warning light glows as long as emergency 
power is in use. Restoration to normal is 
by manual reset. 


Approximately 40 of these regulators 
are giving excellent service on the North 
Atlantic, Alaskan and West Indies cables. 
It is expected that the principle of this 
high precision stabilizer will find addi- 
tional applications in communication 
equipment, 
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Figure 1. Amplitude-modulated wave 
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Properties of Amplitude and 
Frequency Modulated Waves 


J. E. BOUGHTWOOD 


‘TELEGRAPH CARRIER communication cir- 
cuits require the use of a carrier fre- 
quency upon which the d-e telegraph 
signals are impressed for transmission 
over the line. In general the signals are 
impressed on the carrier by varying either 
its amplitude or its frequency in accord- 
ance with the signals to be transmitted. 
The former method is known as ampli- 
iude modulation and the latter as fre- 
quency modulation. We are concerned 
here primarily with the relative properties 
of amplitude- and frequency-modulated 
waves, and the various components con- 
tained therein. 

Let us first examine an amplitude- 
modulated wave as shown in Figure 1. 
Curve A is the Carrier Wave upon which 
the d-c telegraph signals are to be i 
pressed. This is a pure sinusoidal wave, 
constant in frequency and amplitude, and 
nothing more. Curve B is the Carried 
Wave or signal to be impressed, and for 
the sake of simplicity is taken as a sine 
wave of constant frequency instead of the 
usual square topped wave ordinarily asso- 
ciated with telegraph signaling. 

The act of impressing the Carried Wave 
upon the Carrier Wave in the form of 
amplitude modulation involves the use of 
the Carried Wave as a factor by which the 
Carrier Wave is multiplied at any point 
to determine its instantaneous modulated 
amplitude. For example, if the Carried 
Wave were absent, i.e., its amplitude were 
zero, the Carrier Wave naturally could not 
be modulated and our multiplication fac- 
tor for this condition of necessity would be 
unity and not zero as one might thought- 
lessly assume. This follows as any quan- 
tity, such as a Carrier Wave, multiplied 
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by unity becomes equal to itself. This is 
the basis upon which curve C is drawn 
and it is an exact replica of curve B except 
that the wave axis now lies at unity in- 
stead of zero and its peaks lie at zero and 
plus two instead of plus one and minus 
one as formerly. If we now multiply any 
point on curve A by the corresponding 
point, in respect to time, on curve C with 
due regard to algebraic signs, we obtain 
one point of the modulated wave D shown 
as the Line Wave. If we repeat this process 
at sufficiently close intervals we will ob- 
tain a plot of the Line Wave as shown. 

In the case illustrated, curve C is of 
such magnitude as to modulate the carrier 
100 percent; ie., the amplitude-modulated 
line wave varies between zero and twice 
its average value. This represents the 
maximum size signal which can be im- 
pressed upon the carrier wave and any 
attempt to increase it further results in 
over-modulation and distortion. If the 
carried wave were reduced in amplitude 
а corresponding decrease in curve C also 
would occur, the wave collapsing sym- 
metrically about unity as an axis, its peak 
values being uniformly less than plus two 
and greater than zero. If this wave were 
now multiplied by the carrier wave as be- 
fore, we would find the percentage modu- 
ion of the line wave correspondingly 
тінші; 

When we examine the amplitude- 
modulated line wave, we find its funda- 
mental frequency, as indicated by inter- 
vals between axis crossovers, is identical 
to the carrier wave frequency. Also the 
amplitude variation or “envelope” of the 
line wave is an exact replica of the carried 
wave. The carrier wave has been modified 
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in such a manner that its amplitude varies 
at the signal frequency rate, thus fulfill- 
ing the requirements for amplitude modu- 
lation. 

It is obvious that the line wave must 
contain something more than a single fre- 
quency, inasmuch as it no longer re- 
sembles our initial carrier wave which we 
know was taken as a pure sinusoidal wave. 
lt remains to determine what we have 
added to our carrier wave by the process 
of modulation to vary its amplitude in 
accordance with the carried wave. A 
mathematical analysis of the line wave 
will show it to contain not only our 
original carrier frequency but in addition 
two new frequencies, one higher than the 
carrier frequency by an amount equal to 
our signal frequency and one lower than. 
the carrier frequency by an equal amount. 
‘These frequencies are known as the upper 
and lower sideband waves respectively 
and are shown as curves E and F in Fig- 
ure 1. As proof of this, we have only to 
add algebraically or graphically the in- 
stantaneous amplitudes of the upper and 
lower sideband waves to the carrier wave 
to obtain the same line wave derived by 
the modulation process. This type of am- 
plitude modulation is known as double- 
sideband operation. 

In special applications the carrier wave 
is suppressed and only the two sideband 
waves are transmitted, the line wave in 
this case appearing as curve G. Similarly 
either the upper or lower sideband waves 
can be suppressed to produce line waves 
similar to curves H or Г. 

We now can state that an amplitude- 
modulated wave is characterized by a 
constant fundamental frequency and an 
amplitude envelope which varies in ac- 
cordance with the transmitted signal. We 
have also shown that the sideband waves 
are supplemental waves added to the 
carrier wave to produce the amplitude 
modulation, the carrier wave itself being 
unaffected in magnitude or frequency by 
the application of modulation. 

Let us now examine the properties of a 
frequeney-modulated wave as shown in 
Figure 2. As might be surmised, the 
carried wave, B, is utilized to vary the 
instantaneous frequency of a given carrier 


PROPERTIES OF AM AND FM WAVES 


wave instead of its amplitude. If closely 
‘examined, the frequency of the line wave 
C is seen to be a minimum when the 
carried wave is negative, and a maximum 
when the carried wave is positive. The 
amount by which the frequency shifts is 
dependent upon the circuit design and 
can be made any desired value. In Figure 
2 a modulation index of unity has been 
chosen. Modulation index is simply the 
ratio of the frequency shift, either side of 
center divided by the frequency of the 
carried wave. For example, if the carried 
wave is 35 cycles the line wave will be 
deviated plus and minus 35 cycles either 
side of its unmodulated value when the 
modulation index is equal to unity. 

‘As we learned from our examination of 
an amplitude-modulated wave, any vari 
tion in the amplitude of a pure carrier 
wave can be accomplished only by the 
introduction of sideband waves. This also 
is true if we try to alter or modulate the 
frequency of a pure carrier wave. One 
important difference exists in that the 
power in the sideband waves of amplitude 
modulation must be furnished from some 
external source since the power in the 
carrier wave is always constant whether 
modulated or not. On the other hand, with 
frequency modulation the total transmit- 
ted power is always constant since the 
amplitude is constant and therefore the 
sideband power must be derived from the 
unmodulated carrier. The amount by 
which the carrier is reduced when modu- 
lation is applied is a function of the modu- 
lation index. For instance, if a frequency- 
modulated transmitter were not being 
modulated, all the transmitted power 
would be at the carrier frequency. If this 
carrier had an amplitude equal to that 
shown by C in the unmodulated state, it 
would reduce itself to the value shown by 
A upon the application of frequency 
modulation having an index equal to 
unity. The power represented by this re- 
duction in amplitude is now contained in 
the various sideband waves shown as D, 
E, F, G, H, and I. 

These waves are symmetrically located 
about the carrier frequency, the first order 
pair being separated from the carrier 
wave by a number of cycles equal to the 


carried wave frequency, the second order 
pair by twice the carried wave frequency, 
and the third order pair by three times 
the carried wave frequency, etc. The fre- 
quency-modulated line wave thus can be 
closely synthesized by a carrier wave and 
three sets of sideband waves or a total of 
seven separate sinusoidal waves. As proof 
of this statement, we can reconstruct the 
line wave by graphically or algebraically 
adding together the carrier and sideband 
waves. The effect of eliminating second 
and third order sideband waves is shown 
by curve J and closely approximates the 
condition existing in our frequency- 
modulated telegraph carrier circuits. 

It is interesting to note that in both 
amplitude and frequency modulation the 
line wave is a composite of several sinu- 
soidal waves. The amplitude and phase 
relations of these waves are such as to 
produce an amplitude-modulated line 
wave in one case and a frequency-modu- 
lated line wave in the other case. It should 
be pointed out that in amplitude modula- 
tion, where the carried wave is a single 
frequency (sine wave), one set of side- 
band waves only is produced. If the car- 
ried wave contains other frequency com- 
ponents, however, then each frequency 
component will have its own private set 
of sideband waves, one upper and one 
lower, each separated from the carrier 
wave by an amount equal to the particu- 
lar carried wave frequency component 
concerned. 

"То make the issue more confusing, the 
number of pairs of sideband waves cre- 
ated by frequency modulation, where the 
carried wave is a single frequency, is 
theoretically infinite but fortunately the 
number of sideband waves of appreciable 
magnitude is a function of the modulation 
index. To illustrate, if the number of 
cycles by which the line wave is deviated 
is large compared to the carried wave fre- 
quency, then a large number of pertinent 
sidebands is produced. If the frequency 
deviation is small compared to the carried 
wave frequency, then only a single pair 
of sidebands is produced as in amplitude 
modulation. This does not mean that am- 
plitude and frequency modulation are 
identical under this condition, since the 
132 


sideband waves in the two cases have 
different amplitude and phase relations in 
respect to their carrier waves and so pro- 
duce an amplitude-modulated line wave 
in one instance and a frequency-modu- 
lated line wave in the other. 

In designing a carrier current circuit, in 
order to determine the required channel 
bandwidth, it is necessary to know how 
many sideband waves must be transmitted 
in order to hold signal distortion within 
the desired limits. As the separation of 
the sidebands from the carrier in ampli- 
tude modulation is proportional to the 
carried wave frequency, we simply take 
the maximum signaling speed desired and 
design our channel width so as to pass 
the resulting first order sidebands with 
no more than 20 percent attenuation. 
Roughly our required bandwidth is 23 
times the maximum signaling speed. 

То adapt frequency modulation with its 
more numerous sidebands to this same 
bandwidth, a modulation index of unity 
was chosen. This means that the carrier 
frequency is deviated above and below its 
mid-position by an amount equal to the 
maximum signaling frequency as illus- 
trated in Figure 2. Three pairs of side- 
band waves result, but the power con- 
tained in the second and third pairs con- 
stitutes only 2.8 percent of the total power 
in the line wave, and although the channel 
tuners eliminate all but the first order 
pair only a small amount of distortion 
results. As provisions are made for cor- 
recting this distortion in our terminal 
channel amplifiers, a carrier system em- 
ploying frequency modulation is quite 
practical. 

At this point the skeptic might inquire 
and with pardonable sarcasm, "Why em- 
ploy frequency modulation?" To recapitu- 
late for a moment, we will recall that an 
amplitude-modulated line wave which is 
being 100-percent modulated is carrying 
the maximum size signal possible to be 
impressed upon the carrier wave. If we 
try to further increase the magnitude of 
the impressed signal, to overcome the 
effect of extraneous interference for exam- 
ple, without a corresponding increase in 
the carrier wave amplitude, severe distor- 
tion results. As certain definite practical 
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limits exist as to maximum transmitted 
carrier power or amplitude, we soon reach 
a point where no further improvement is 
possible. This is where frequency modu- 
lation steps into the picture and in the 
following manner. 

‘The advantage of frequency modulation 
lies in the fact that the amount by which 
it can be modulated (the degree of fre- 
quency deviation) has no definite upper 
limit as is imposed by the 100-percent 
limitation existing with amplitude modu- 
lation. This follows because no increase in 
transmitted power or amplitude is re- 
quired when the percentage modulation 
or deviation is increased. The only re- 
quirement is that the transmission band 
be wide enough to properly accommodate 
the increased frequency swing. Where the 
interference amplitude is appreciably less 
than the signal amplitude, the effect of 
increasing the frequency deviation is 
somewhat similar to increasing the per- 
centage modulation in amplitude modula- 
tion in so far as reducing interference is 
concerned. Furthermore, this is accom- 
plished with no corresponding increase in 
transmitted power. For these reasons a 
frequency deviation of 2-25 cycles is em- 
ployed in our telegraph carrier circuits, 
this being the maximum permissible on a 


150-cycle channel spacing. As a result, 
the effect of a given amount of interfer- 
ence is reduced 3 decibels below that 
experienced with amplitude modulation. 
In addition, if we make the marimum 
transmitted amplitudes of our amplitude- 
and  frequency-modulated line waves 
equivalent (a condition fulfilled in prac- 
tical carrier circuits), twice as much 
power can be transmitted when frequency 
modulation is employed, contributing an- 
other 6 decibels reduction in signal loss. 
This follows since the frequency-modu- 
lated line wave is always of constant 
amplitude representing a maximum power 
output while the amplitude-modulated 
line wave varies between zero and maxi- 
mum representing about one-half or less 
as much power on the average. Thus for 
equal channel bandwidths a theoretical 
interference reduction of about 9 decibels 
results from the use of frequency modu- 
lation. Another advantage lies in the 
elimination of bias troubles due to line 
attenuation changes. Line attenuation 
changes are equivalent to amplitude- 
modulating the carrier at a very slow rate 
and since our frequency modulation re- 
ceiver is designed to respond only to fre- 
quency changes, the amplitude effects are 
negligible, 
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The Development 


of Western Union 


Switching Systems 


W. B. BLANTON and G. С. LIGHT 


(Continued from Tecnicas. Review, July 1949) 


THIS ARTICLE continues the description 
of the Plan 21-A Reperforator Switch- 
ing System by describing the automatic 
checking of the call letters, channel desig- 
nation and sequence number of each 
message that is automatically switched 
from receiving positions of heavily loaded 
tributary and branch office circuits and 
from local operators’ sending positions. 


Need for Sequence Numbering 
of Messages 


In handling commercial telegrams over 
а telegraph circuit, unrelated and rela- 
tively short messages are transmitted, one 
after the other, from the sending end of 
the circuit to the receiving end of the cir- 
cuit. Normally, the operating personnel, 
the line circuit, and the transmitting and 
receiving apparatus function to transmit 
and receive this flow of telegrams swiftly 
and accurately. However, to guard against 
the abnormal, it has long been telegraph 
practice to apply safeguards to protect 
each of the unrelated messages that flow 
over a circuit against possible delay or 
failure. 

In manual operation, each telegram that 
is brought to a sending position is placed 
under a numbering stamp which, when 
actuated by the operator, imprints on the 
blank the call letters of the distant office, 
the channel designation of the particular 
sending circuit terminated at that posi- 
tion, and the channel sequence number 
for that message. The channel sequence 
numbers for each channel start with the 
number “1” at the beginning of each day, 
and each succeeding message on a channel 
is numbered in sequence. 

‘When the sending operator transmits a 
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message, she prefixes it with her office 
call letters, and the channel designation 
and sequence number that were stamped 
on the blank by the numbering stamp. 
At the receiving end of the circuit, the 
receiving operator notes the sequence 
number of each received message and 
draws a pencil line through the corre- 
sponding number on a number sheet 
individual to that receiving channel, thus 
checking off that number. The receiv- 
ing operator therefore becomes immedi- 
ately aware of any omitted or duplicated 
sequence number. In such cases, she 
takes routine measures to protect against. 
omitted or duplicated messages by query- 
ing the sending operator on the sequence 
number discrepancy. Omitted messages 
may be caused by line or apparatus 
trouble, or by a sending operator mistak- 
ing an unsent message for a sent message 
and simply failing to transmit it. A dupli- 
cated message may be caused by an opera- 
tor sending the same message twice or by 
the transmitting tape being reset improp- 
erly for the resumption of transmission 
after a circuit interruption. 

Prefixing all messages with the call 
letters of the sending office, the channel 
designation and the channel sequence 
number not only serves to protect against 
the possible failure of messages but also 
provides a ready and concise means of 
designating and identifying any particular 
message. This is of particular value when 
a receiving office wishes to query a send- 
ing office on a specific message, or when 
a receiving office wishes to advise a send- 
ing office to resume operation on a circuit 
ata specific message after some line or 
apparatus trouble has been corrected. 
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Sequence Number Checking at 
Reperforator Offices 

The same procedure of checking the 
sequence number of incoming messages. 
and of prefixing office and channel identi- 
fying characters and sequence numbers 
‘on outgoing messages, is followed in reper- 
forator offices. As previously mentioned 
in these articles, the switching clerks at 
plug-and-jack or push-button switching 
positions mark off on the number sheet 
at each line receiving position the se- 
quence number of each message received 
at that position. Also, when these received 
messages are switched and transmitted 
across the office into line sending positions, 
automatic numbering machines function 
to add to each message a new prefix that 
consists of the call letters of the reper- 
forator office, the channel designation of 
the particular sending position, and the 
channel sequence number for each mes- 
sage. These sequence numbers are, of 
course, checked by the switching clerks 
or receiving operators at the distant end 
of the outgoing circuits. 

Tn Plan 21-A reperforator switching 
centers, automatic switching is employed 
on messages which are transmitted into 
the switching system from tributary and 
city branch offices and from local opera- 
tors’ sending positions. The vast majority 
of these messages pass through the switch- 
ing center without any human attention. 
In order to apply the same message safe- 
guards as are applied to the manually 
switched messages, automatic facilities are 
provided for checking the sequence num- 
bers of the automatically switched mes- 
sages. Not only do these facilities insure 
that all of the telegrams at the sending 
offices or positions have been transmitted 
into the switching center, but the protec- 
tion is extended to checking, character by 
character, to assure that the call letters, 
channel designation and sequence number 
preamble of each message is actually re- 
ceived and perforated correctly in the tape 
of the intra-office reperforator at the se- 
lected line sending position. If the pre- 
amble is not received and perforated cor- 
rectly, further transmission of the message 
is stopped, the received portion of the mes- 
sage is automatically cancelled to the 
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next office, and routine measures are taken 
to have the message retransmitted cor- 
rectly from the sending office or position. 
Insuring that the identifying portion of 
each message is received and recorded 
correctly in the perforated tape at the 
selected line sending position permits 
tracing back any message, even though 
equipment or circuit trouble should cause 
the remainder of the message to be 
mutilated or lost, 

The facilities for automatically switch- 
ing and transmitting messages through a 
Plan 21-A reperforator office fall into two 
general categories 

Local operators’ sending positions and 
line receiving positions that terminate 
heavily loaded tributary and branch office 
circuits fall into one category. At each of 
these positions, the messages are produced 
in perforated tape form prior to being 
switched and transmitted. The perforated 
tapes are produced at local operators’ 
sending positions by the operators manip- 
ulating keyboard perforators while the 
perforated tapes are produced at line re- 
ceiving positions by receiving reperfo- 
rators. The perforated tapes flow through 
intra-office transmitters and, by means of 
selection characters prefixed to each mes- 
sage, the messages are automatically 
switched and transmitted to the appropri- 
ate line sending positions. Transmission is 
at the rate of 125 words per minute. 

Lightly loaded tributary and branch of- 
fice circuits that terminate in line finders 
fall into another category. Upon the re- 
ceipt of the selection characters that pre- 
cede each message, these circuits are 
automatically switched through receiving 
distributors to the selected line sending 
positions. The messages are then transmit- 
ted from tape transmitters at the branch 
and tributary offices directly into the send- 
ing positions at 65 words per minute. 

The automatic checking of the call let- 
ters and sequence number preamble takes 
place on all automatically switched mes- 
sages. However, this article will be con- 
fined to describing the preamble checking 
that takes place on messages switched 
from intra-office transmitters at local op- 
erators’ sending positions and at line 
receiving positions. 

ass 


Call Letters and Sequence Number 
Comparison Equipment 


The checking of the call letters and 
sequence number preamble of a message 
takes place while the preamble and the 
first few characters of the message are 
being transmitted from the intra-office 
transmitter into the intra-office reperfo- 
rator of the selected line sending position. 


Figure 43, Intra-office reperforator equipped 


with read-back pins 


In fact, the transmission of character code 
combinations from the intra-office trans- 
mitter into the intra-office reperforator 
alternates with the transmission in the 
е direction of the code combinations 
previously punched in the intra-office re- 
perforator tape. 

The intra-office reperforator (Figure 
43) on each Type 4812 reperforator send- 
ing position is equipped with read-back 
feeler pins much like the feeler pins on a 
tape transmitter. Because of mechanical 
limitations, these read-back feeler pins are 
spaced five characters away from the 
punch pins. While a reperforator is punch- 
ing into its tape a code combination re- 
ceived from an intra-office transmitter, the 
read-back feeler pins are "reading" the 
fifth preceding code combination that was 
punched in the tape. The read-back feeler 
pins actuate cooperating contacts which 
transmit this code combination back to 
the intra-office transmitter position. The 
five conductors of the intra-office circuit 
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Over which the five-unit code combina- 
tions are transmitted from an intra-office 
transmitter into an intra-office reperfora- 
tor are also utilized for transmitting the 
read-back code combinations in the op- 
posite direction. The read-back code com- 
binations received at ап  intra-office 
transmitter position for the characters 
comprising the call letters and sequence 
number preamble of each message, are 
electrically compared with the code com- 
binations for these characters as set up in 
а sequence number indicator, in order to 
determine if they are correct. 

Each intra-office transmitter position is 
equipped with a sequence number indi- 
cator (Figure 44) which consists prin- 
cipally of three rotary switches termed 
“tens”, “units” and “call letters” switche 
The indicator plugs into a cooperating sub- 
base with the external connections being 
made through jack clips. The call letters 
switch is wired for the code combinations 
of the fixed characters required in the 
preamble of each message received at that 
position. For example, at the Quincy A 
channel receiving position in Boston, the 


Figure 44. Sequence number indicator 


call letters switch is wired for BQYA 
figure-shift. The strap wiring for the call 
letters and channel designation (QYA) is 
not made directly on the call letters switch 
but instead, the wiring for these three 
characters is brought out through the 
jack clips to a multi-conductor receptacle 
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mounted in the signal indicator for that 
position (See Figure 45). Inserting a coop- 
erating plug, strapped for the characters 
QYA, into this receptacle arranges the 
sequence number indicator for use at the 
Quiney A channel receiving position. If 
the Quiney A channel receiving circuit 
were moved to another receiving position, 
the QYA plug would also have to be 
moved to that position. 


Figure 45. Line receiving position showing 
multi-conductor plug and receptacle (indi- 
cated by arrow) in signal indicator 


The tens and units switches are each 
wired for code combinations for the digits 
1 to 0 inclusive. These two switches always 
indicate the tens and units digits of the 
sequence number of the next message 
to be checked at that position. The se- 
quence number of each automatically 
switched message consists of three digits. 
For example, the first message is num- 
bered 001, the fifteenth 015, etc. While 
the sequence number of each message has 
a hundreds digit, a check is not made to 
determine if that digit is correct, but the 
checking functions require that there be 
a hundreds digit. 
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Review of Automatic Switching 


The last issue of TecHNicat Review 
described the automatic switching of a 
message from the Quincy A line receiving 
position in the Boston reperforator of- 
fice. The message used as an illustration 
was prefixed with the characters —Pspace 
B.QYAfigure-shift236. Reference should 
be made to Figure 46 while reading the 
following brief review of the operation of 
the automatic switching equipments. 

‘The messages sent over the Quincy A 
line circuit are received and recorded in 
perforated tape form by the reperforator 
located on the Type 4930 line receiving 
position. The two periods that terminate 
each message will cause the message wait- 
ing indicator to add one digit. With the 
message waiting indicator indicating at 
least one complete message on hand and 
ter of a message over 
the feeler pins of the intra-office trans- 
mitter, an electrical request is made for 
the automatic switching unit. In response 
to that request the automatic switching 
unit, by means of its selector switch, con- 
neets to the Quincy A position and estab- 
lishes circuits for controlling the A, B 
and C connector switches associated with 
the Quincy A position. The automatic 
switching unit then causes the two selec- 
tion characters and the following space 
character to step through the intra-office 
transmitter. The two selection characters, 

P, are stored in the office call selector 
of the automatic switching unit. The auto- 
matic switching unit immediately acts 
upon these two characters and steps the 
connector switches to establish a poten- 
tial connection between the Quincy A 
intra-office transmitter and a line sending 
position to Philadelphia. Figure 46 shows 
this potential connection set up through 
connector switch A. This figure also shows 
an intra-office connection established 
from a local operators’ sending position 
through its A and C connector switches 
to the Kansas City line sending position. 


Figure 46 shows two sending channels 
to Philadelphia. The following description 
will be confined to that number of chan- 
nels although actually there are six send- 


” 
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Figure 46. Automatic switching from line receiving positions 
‘and local operators’ sending positions 


ing channels to Philadelphia from the 
Boston office, 

Since the path to the Philadelphia line 
sending positions for this potential con- 
nection is shared by other intra-office 
transmitters, one or more of which may 
desire a connection to a Philadelphia line 
sending position at the same moment, the 
transmitter allotter functions to permit 
only one potential connection at a time 
to be converted to an actual connection. 
"When the transmitter allotter indicates 
to the Quincy A intra-office transmitter 
that it has the use of this Philadelphia 
intra-office path, a calling condition is set 
up on the transmitter finder switches 
associated with the Philadelphia line 
sending positions. 

If one or more of the Philadelphia line 
sending positions are idle, or when one 
becomes idle, the load distributor indi- 
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cates which one of these idle positions 
shall pick up the next intra-office connec- 
tion. In Figure 46 it is assumed that the 
‘A channel is directed to pick up the next 
‘connection, Hence the transmitter finder 
switch associated with that channel is 
stepped to the point where it makes con- 
nection with the intra-office path to which 
the Quincy A intra-office transmitter has 
а potential connection. An actual connec- 
tion is thereby established between the 
transmitter and the A channel line send- 
ing position. Immediately upon the estab- 
lishment of this connection, the automatic 
numbering machine functions to send into 
the intra-office reperforator a series of 
characters such as the following: Letter- 
shiftBA figure - shift465letter - shift space. 
B is the call letter for the Boston office, A 
is the channel designation, and the digits 
465 designate that message as being the 


остов 1949 


465th message to be sent over the Phila- 
delphia A channel that day. Following 
the operation of the numbering machine, 
the Quincy А intra-office transmitter 
funetions to send the message. 


Call Letter and Sequence Number 
Comparison 


As the automatic switching unit func- 
tioned to set up a potential connection to 
Philadelphia in response to the selection 
characters =P, the character B was left 
over the feeler pins of the Quincy A 
intra-office transmitter. This is the first 
character transmitted after the automatic 
numbering machine completes its opera- 
tion, While the intra-office reperforator 
is perforating the code combination for 
B in the tape, the read-back contacts on 
the reperforator transmit back to the 
intra-office transmitter position the code 
combination for the fifth preceding char- 
acter perforated in the tape. This will be 
one of the characters sent into the intra- 
office reperforator by the automatic num- 
bering machine, The following table shows 
the characters transmitted by the intra- 
office transmitter, and opposite each of 
these characters the particular read-back 
character that should be received from 
the intra-office reperforator. 


Numerical 
Order of Transmitted Read-Back 
Characters Characters Characters 
1 B 4 
2 6 
3 Q 5 
4 RS letter-shift 
5 A space 
6 figure-shift B 
7 2 5 
8 3 9 
9 6 Y 
10 letter-shift A 
n space figure-shift 
12 Ж 2 
13 x 3 
м x 6 
15 х (Indicator ad- 
vances to next. 
higher number) 
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It will be seen from the above table 
that while the transmitter is sending its 
first five characters (BQYA) the read- 
back characters will be characters that 
were transmitted into the intra-office rc- 
perforator by the automatic numbering 
machine. No camparison is made on these 
read-back characters. The sequence num- 
ber indicator merely counts them and 
causes its call letters switch to take five 
steps. Now the sequence number indica- 
tor is in readiness to compare for the 
character B. As the intra-office reper- 
forator punches the sixth transmitted 
character (figure - shift), the read-back 
contacts on the reperforator transmit back 
to the intra-office transmitter position the 
code combination for the fifth preceding 
character perforated in the tape, which 
should be B. This read-back code combi- 
nation is compared with the code combina- 
tion for B in the sequence number indi- 
cator. If the comparison is correct, the 
call letters switch advances to the next 
position in readiness to compare for the 
character “period”. When the transmitter 
sends the seventh character 2, the read- 
back combination is compared with the 
code combination for “period” in the se- 
quence number indicator. Again, if the 
comparison is correct, the call letters 
switch advances to the next position in 
readiness to compare for the character Q. 
‘This comparison procedure continues un- 
til the transmitter sends a sufficient num- 
ber of characters to cause read-back code 
combinations to be received for the entire. 
preamble B.QYAfigure-shift236. As stated 
before, a check is not made to determine 
if the hundreds digit is correct. Any read- 
back code combination is accepted for 
that digit. 

In the above table, the characters "X" 
shown as the 12th to 15th characters trans- 
mitted by the transmitter will actually be 
message characters that follow the pre- 
amble. It will be noted that after trans- 
mitting 14 characters, read-back code 
combinations have been received for all 
of the characters in the preamble. If a 
correct comparison takes place on all of 
the characters in the preamble, transmis- 
sion continues. A read-back code com- 
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bination is also received after the 15th 
character is transmitted. No comparison 
is made on this read-back code compari- 
son but it causes the sequence number 
indicator to advance to the next higher 
number in readiness to compare the se- 
quence number of the following mes- 
sage, and it serves to indicate to the intra- 
office transmitter circuit arrangement 
that a correct comparison for that mes- 
sage has been completed. 

‘The intra-office transmitter is operated at 
half speed (62% words per minute) while 
sending its first fifteen characters, in or- 
der to give the comparison equipment 
sufficient time to perform its functions. 
‘The transmitter operates at full speed for 
the remainder of the message. 


Wrong Comparison 


When a read-back code combination 
differs from the code combination set up 
in the sequence number indicator, a 
wrong comparison results. If the pre- 
amble characters or sequence number of 
а message is incorrect in the perforated 
tape passing through an intra-office trans- 
miter, obviously a wrong comparison 
takes place. Thus all messages are detected 
that have incorrect identifying characters 
Or are not in proper sequential order. 
When a wrong comparison occurs, the 
portion of the message received at the 
line sending position is automatically 
cancelled to the next office. Steps are 
taken at the intra-office transmitter posi- 
tion to have the necessary correction 
made and to reinitiate switching. 
Occasionally a wrong comparison may 
occur because of trouble in the intra- 
office equipment even though the pre- 
amble characters are correct in the per- 
forated tape that is passing through the 
intra-office transmitter. In this case, not 
only is the portion of the message re- 
ceived at the line sending position can- 
celled to the next office and the switching 
reinitiated at the intra-office transmitter 
position, but an endeavor is made to de- 
tect the equipment that is giving trouble. 
On a wrong comparison, the intra-office 
transmitter is stopped immediately but 
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the intra-office connection to the line 
sending position is maintained. The іпіга- 
office transmitter position automatically 
makes an electrical request for a "Bust 
This" unit that serves as many as 24 
transmitter positions. The Bust This unit, 
an arrangement of rotary switches and 
relays that functions to transmit a series 
of fixed characters, connects to the intra- 
office transmitter position and proceeds 
automatically to send over the intra-office 
circuit into the connected intra-office re- 
perforator the following characters: 


letter-shift spaceBUSTspaceTHIS . . 


In the same manner as when the intra- 
office transmitter was sending, the intra- 
office reperforator transmits read-back 
code combinations to the Bust This unit. 
This unit, which is equipped with com- 
parison facilities, compares those read- 
back code combinations which should be 
identical to the code combinations of the 
first six characters (letter-shift space 
BUST) transmitted by the Bust This unit. 
‘The reason for only the first six char- 
acters being compared is readily evident 
when it is remembered that the read- 
back code combination for a particular 
character is received after the fifth fol- 
lowing character is transmitted. This is 
illustrated in the following table: 


Numerical Characters 
Order of Transmitted Compared by 
Characters Characters Bust This Unit 
1 letter-shift 
2 space 
3 B 
4 U 
5 5 
6 T letter-shift. 
т space ‘space 
8 m B 
9 H U 
10 I з 
п s T 
2 Е 
13 г 


If the comparison is correct on the six 
characters compared by the Bust This 
unit, it is indicative that the message pre- 
amble wrong comparison was caused by 
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an incorrect character or sequence num- 
ber in the preamble of the message. The 
characters BUST THIS sent into the in- 
tra-office reperforator serve to cancel to 
the next office the trunk channel sequence 
number and that portion of the message 
received there. The two periods following 
the BUST THIS cause the intra-office cir- 
cuit to be disconnected, thereby immedi 
ately freeing the line sending position 
for another intra-office connection with- 
out any human attention being required 
at that position. 

A "wrong comparison" signal is oper- 
ated at the intra-office transmitter posi 
tion to attract the attention of the opera- 
tor or supervisor. She examines the 
perforated tape and sequence number in- 
dicator to determine the cause of the 
wrong comparison. Routine measures are 
taken to protect against loss or duplica- 
tion of messages and to restore the posi- 
tion to operation. 

lf a wrong comparison takes place on 
any of the six characters that the Bust 
This unit compares, transmission of 
further characters from that unit is im- 
mediately stopped. Such a wrong com- 
parison is indicative that there is equip- 
ment or tape trouble at the line sending 
position. The Bust This unit is released so 
that it is free to serve other transmitter 
positions, but the intra-office connection 
between the intra-office transmitter and 
the line sending position is maintained 
“Wrong comparison” signals are operated 
at both positions. 

In response to the “wrong comparison” 
signal at the line sending position, a su- 
pervisor determines by inspection if the 
wrong comparison was caused by tape 
failure or by any other obvious reason. 
If necessary, testing and regulating рег 
sonnel are called to inspect the position. 
When the position has been restored to 
proper operating condition, a "Bust This" 


push-button is depressed to cause the 
characters space letter-shiftBUSTspace 
THiSspace .. to be transmitted into the 
intra-office reperforator by another type 
of Bust This unit that is common to as 
many as 24 line sending positions, No 
comparison takes place on the transmis- 
sion from this Bust This unit, but the 
supervisor observes that the reperforator 
functions correctly. The double period 
following the BUST THIS causes the in- 
tra-office circuit to be disconnected, 
thereby freeing the line sending position 
for another intra-office connection. Тһе 
necessary routine measures are taken at 
the intra-ofüice transmitter position to 
restore it to service. 


Failure of Comparison Equipment 


When all of the characters in the pre- 
amble of a message have compared, or 
when a wrong comparison takes place, 
the circuit arrangements at the intra- 
office transmitter position are conditioned 
зо that an intra-office circuit disconnect 
will occur when two periods (end-of- 
message signal) are transmitted into the 
intra-office reperforator. If the compari- 
son equipment fails to register either a 
correct or a wrong comparison when a 
message is transmitted into the intra- 
office reperforator, the two-period end-of- 
message signal will stop the transmission 
from the intra-office transmitter but the 
intra-office connection to the line sending 
position will be maintained. Equipment 
Failure and Supervisory signals will be 
actuated at the line sending position. 
Steps are then taken to protect the mes- 
sage involved, and to locate and correct 
the condition that caused the comparison 
equipment to fail to function on that 
message. 

Subsequent articles will continue the 
description of the Plan 21-A Switching 
System. 
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Apparatus for the 
Modern Reperforator Office 


W. H. FISHER 


How many tumes in the course of our 
everyday lives do we speculate as to why 
our new home appliances, automobiles, 
even our homes, are shaped as they are 
or operate as they do? If the truth 
were known, most of us would answer 
“Rarely!” This is a natural tendency in а 
fast-moving era in which new ideas and 
products are accepted for what they will 


do for us rather than for what they are 
and how they came into being. The in- 
clination is not absent in our new high- 
speed switching centers, 

Recently Western Union has filled many 
rooms and many buildings in many cities 
with millions of dollars worth of newly 
designed communication marvels, varying 
in shape and size and capable of carrying 


Figure 1. Tie-line switching table 346-А 
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Out thousands of different operations. 
Western Union personnel is justifiably 
proud of this modern telegraph apparatus 
and its efficient operation and attractive 
appearance. In support of that feeling of 
pride and accomplishment in Western 
Union, this paper describes some of the 
problems encountered, and the reasoning 
behind their subsequent solution, in the 
design of modern and successful telegraph 
apparatus. Let us, therefore, join the 
engineer during the initial design of some 
of the recently created apparatus, the bet- 
ter to appreciate that apparatus for what 
it is and how it was evolved, rather than 
only for what it accomplishes. 


Switching to Tie-Lines 


Figure 1 shows Tie-Line Switching 
Table 346-A, the function of which is to 
switch from a reperforator central office 
messages destined for tie-line patrons in 
the vicinity. A switching clerk seated at 
the position has at her fingertips three 
cords associated with three tape transmit- 
ters by means of which she may transmit 
a message to any one of a maximum of 
600 tie-line patrons, represented by 600 
jacks in the inclined turret directly in 
front of her. 

It became evident in the early stages of 
the design of this operating table that 
many of the 600 patrons’ jacks, if placed 
in a vertieal plane and, of necessity, above 
the three-gang transmitter and signal in- 
dicator, would be inaccessible to even the 
tallest operator when seated. It was also 
а fact that the 600 jacks must be made 
accessible from the front of the table, since 
the back was to be placed against either a 
belt structure or a wall or other apparatus. 
In order to satisfy these conditions, the 
turret was built with the jack field in- 
clined toward the switching clerk in such 
а manner that an outstretched arm, rotat- 
ed upward, would remain approximately 
equidistant from any point on the surface, 
thereby enabling an operator to reach suc- 
cessfully any one of the 600 jacks in the 
turret without undue stretch and strain. 
‘The turret face was hinged at the bottom 
and latched at the top so that maintenance 
and servicing of the jacks could be accom- 
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plished from the front by rotating the jack 
field forward and down, with two folding 
arms limiting its travel and supporting the 
weight when in the open position. To 
eliminate harsh lines in an otherwise 
purely utilitarian design, a square corner 
at the top of the turret face was replaced 
by a sweeping curve. 


Rotary Switch Mountings 


In any communications industry, lost 
time and lost business result from appa- 
ratus failures and every effort is made to 
prevent them. It is for this reason that any 
‘component of the apparatus which is sub- 
ject to wear or requires periodic adjust- 
‘ment and perhaps cannot be repaired and 
put back into service in a matter of 
minutes, is designed on a removable basis. 
‘This means that the item which has failed 
can be removed from the position in 
trouble and replaced with a standby 
"spare", kept close at hand for just such 
an eventuality. The faulty part is serviced 
later at a test position located at some 
remote point in the central office, 

Figure 2 is an illustration of the mount- 
ing of a single rotary switch, containing 
ten levels of 25 contacts each for a total 
of 250 possible wiring connections. The 


Figure 2. Rotary switch mounting 


automatic switch, because of its nature, 
presents a potential source of circuit 
failure due to jamming, dirty contacts, 
wear or some unforeseen eventuality. For 
this reason, as shown in Figure 2, the 
switch was mounted on a base and the 
wiring from the switch terminated in male 
contacts known as base jacks. The entire 
switch assembly thus can be quickly in- 
serted or removed from a mating subbase, 
mounted on the apparatus, containing 
female or frame jacks. By this means a 
switch in trouble can be replaced with a 
spare switch while the one which failed 
is being repaired at a remote test table, 
thus avoiding costly time delay. 

The practice of mounting rotary 
switches in banks, and bringing large 
numbers of connections to them through 
frame and base jacks is not new. However, 


the design illustrated is vastly superior to 
the older arrangement, which like a relay 
bank mounting, called for all the jacks to 
engage simultaneously. The force required 
to set a bank home was often unduly great, 
and if a jack was misaligned it was diffi 
cult to locate. To overcome these weak- 
nesses the new bank design was conceived 
to permit the bank to be rotated into 
place, engaging the jacks one row after 
another, and requiring the use of a mini- 
mum of force. Alignment inspection and 
adjustment is facilitated as each pair of 
jacks may be observed as they mate. 
‘The unit shown in Figure 2 represents 
the solution of just one of many design 
problems encountered in the development 
of reperforator office apparatus, but the 
final arrangement here is indicative of the 
important part that maintenance plays in 


Figure 3. Switching racks 5082-A 
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Figure 4. 


Switch shelf open for inspection 


the planning of equipment used in our 
new communications system. 

Figure 3 illustrates a characteristic 
switching rack with its many terminal 
blocks, rotary switches and relays. The 
photograph pictures a row of Switching 
Racks 5082-A and is a particularly good 
example of the manner in which large 
groups of related components of a part 
lar unit of apparatus are made readily 
:essible for maintenance and servici 
In this case the three switch shelve 
on each rack may be rotated forward for 
inspection of switches, as illustrated by 
Figure 4, and the switches have been ter- 
minated in a plug and socket arrangement 
to facilitate replacement of an entire shelf. 
Further examination of Figure 3 reveals 
the new type of enclosed cable and power 
duct in use atop all racks which, in com- 
bination with the new fluorescent lighting 
and air conditioning, and the composition 
cork flooring designed for greater cleanli- 
ness and foot ease, greatly improves the 
general office appearance. 


New Portable Test Set 

Preventive maintenance is also of pri- 
mary importance in satisfactory operation 
of our modern and complex communica- 
tion networks. Apparatus in tributary 
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offices or branch offices usually is remote 
from immediate skilled attention and 
repair. A service man must carry with 
him any tools or equipment required to 
effect the necessary adjustments to this 
apparatus. Figure 5 shows a Portable Test 
Set 6030-B designed to provide, in suit- 
case form, many of the necessary test cir- 
cuits and devices needed by the mainte- 
nance man during a routine or emergency 
visit to an out-office. This piece of appa- 
ratus, to be practicable, had to be made as 
light in weight and as strong as possible, 
with high resistance to shock. For this 
reason the case was constructed of “rigid- 
ized” stainless steel. The “rigidizing” proc- 
ess provides a far greater strength factor 
with a much thinner gauge metal than 
would be possible with ordinary flat sheet, 
thereby permitting a saving in weight, The 
stainless steel offers the necessary tough- 
ness and resistance to shock, as well as a 
permanently clean and attractive surface 
without the use of paint or plating which 
soon deteriorates. The interior control 
panel and supporting members were con- 
structed of weight-saving aluminum with 
the necessary identifying wording sten- 
ciled thereon. 
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Figure 5. Portable test set 6030-B 
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General Design Requirements 


‘The foregoing examples serve to illus- 
trate the thinking behind the solution of 
some very specific problems in design. 
There are some general considerations 
which must also be understood and evalu- 
ated; important among these are first cost, 
ease of operation, maintenance and ap- 
pearance, 

Intelligent overall economy is a funda- 
mental requirement. The proper selection 
of the building material, careful consid- 
eration to design of the part or structure 
to give the greatest ease of construction 
in the shops, familiarity with the latest 
developments in methods and materials, 
and an ability to recognize and specify the 
commercial parts representing the great- 
est value for the dollar, all play a highly 
important part in sensible economy. It is a 
temptation to produce an article using 
only the best of materials, the finest of 
parts, and having the ultimate in beauty, 
but such design is seldom economical. 

Ease of operation with respect to lay- 
out of equipment and position of operator 
is likewise highly important. This applies 
primarily to an attended or operating posi- 
tion where the efficiency and production 
of the personnel using the apparatus de- 
pend to a large extent on proper engineer- 
ing for ease of operation. The layout of 
equipment is a function of no one man 
but is the result of the cumulative expe- 
rience of many men, all versed in particu- 
lar phases of operating problems and pro- 
cedures, pooled together to produce the 
ultimate design. It is the duty of the 
Design Engineer, before producing final 
specifications for a particular piece of 
attended apparatus, to be certain that his 


design will fulfill the requirements set 
forth by those best able to judge condi- 
tions under which the apparatus must be 
operated. 

Since maintenance costs time and money, 
all apparatus, whether attended or un- 
attended, must be so designed as to offer 
the optimum in accessibility to vulnerable 
parts for their repair or replacement. It is 
possible, of course, to predict in advance 
some of the parts which are liable to the 
most wear and consequent possible fail- 
ure. Such parts must be so located in or 
on the apparatus as to permit immediate 
attention by a maintenance man, 

Design for appearance is the final con- 
sideration. The appearance of the appara- 
tus is, of necessity, a direct function of 
economy, equipment layout and design 
for maintenance, and is never considered 
of greater importance than these three, 
Practice has proven to industry over the 
past years, however, that a good mental a 
titude conducive to greater productivity 
is enhanced by pleasant and hygienic sur- 
roundings. For this reason, modern tele- 
graph operating rooms are fluorescent 
lighted, cheerfully finished in a pleasing 
green, and in many cases air-conditioned; 
and reperforator apparatus is designed 
with an eye to beauty as well as for 
economy, operating ease and organized 
maintenance. 

‘The remarkable record of accomplish- 
ment in Western Union’s post-war im- 
provement program reflects credit on 
every participant. There has been pro- 
duced a new telegraph system for the 
nation—a system of which everyone asso- 
ciated with the Company is and has a right 
to be most proud. 
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Magnetic Clutches Applied to 
Automatic Communication Machines 


E. W. HEWITT 


Avromartc printing telegraph machines, 
teleprinters, reperforators and the like 
must have mechanical power available on 
practically instantaneous notice. The tol- 
erable delay between the demand for 
power and the application is but a few 
thousandths of a second, Since on the 
average the demand occurs in these mech- 
anisms about 30,000 times each day, and 
since during the 154 milliseconds of each 
Dower-using interval the speed must be 
constant within very close limits, it is 
obvious that the prime mover, the driving 
motor, must be kept running continuously. 
A clutch then, coupling the driving and 
the driven member, is an indispensable 
element of all printing mechanisms. 

The demands on this clutch in the 
terms of accuracy, uniformity, and con- 
tinuity of operation are such as probably 
are encountered in few other pieces of 
machinery. When it is realized that the 
telegraph system includes some hundreds 
of thousands of clutch-driven machines, 
each averaging nearly a million operations 
a month and scattered from metropolis 
to hamlet across the nation, the value of 
even minor reductions in either initial or 
maintenance cost is readily appreciated. 
Careful study is made, therefore, of all 
clutches that appear adaptable to Western 
Union's automatic machines. 

The crown clutch, so named from the 
appearance of its radial saw teeth, is used 
very extensively at present. In order to 
serve satisfactorily with a minimum of 
maintenance on heavily loaded telegraph 
circuits, the very best materials and a high 
degree of accuracy must be used in its 
manufacture. Experience has shown that 
“substitute” materials will not stand up 
in continuous service. 

Efforts to reduce clutch costs and im- 
prove life led to a laboratory study of 
magnetic type clutches. Application of the 
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magnetic clutch to machines involving 
much heavier loads was not new, and has 
been well covered in literature, but since 
little was known of the performance of 
this type of clutch in applications for 
smaller loads, laboratory development was 
undertaken, When models were made for 
study the results obtained were gratifying 
and it was decided, therefore, to test the 
clutch on a printer-perforator. 


Figure 1. Magnetic clutch as applied to 
printer-perforator 


Figure 1 shows a simplified sketch of 
the magnetic clutch as applied to the 
printer-perforator. The driving member A 
is fastened to the continuously rotating 
shaft K. The coil L lies in a deep groove in 
this driving member and is wired to the 
slip rings B. The driven member C is on 
the same shaft K but is not fastened and 
adjustments are made so there are a few 
thousandths of an inch between the driv- 
ing and the driven member. The right 
flange of this driven member completes 
the magnetic circuit of the clutch, The 
operating cam D which performs various 
duties is fastened to the left flange 
When the operating or release magnet 
N is energized, the armature F is rotated 


w 


upward and the armature extension Е 
disengages a hardened stop lug M, a part 
of the driven member. As the armature 
moves upward contacts G close, com- 
pleting a circuit from battery through a 
resistance, the contacts and the clutch 
coil L, to ground. As the coil L is ener- 
gized, the driven member is pulled hard 
against the driving member, leaving no 
air gap between the two members. The 
contacts G are held closed until near the 
end of a complete revolution by the peri- 
phery of the driven member. As the driven 
member approaches the end of the revolu- 
tion the contacts are opened, and at the 
completion of the revolution the stop lug 
M hits the end of the armature extension 
and the driven member stops until another 
character is received. Just at the moment 
the driven member is stopped, the arma- 
ture extension cams the stop lug to the 
left so as to eliminate friction load between 
the clutch surfaces. In the stopped position 
there is no appreciable force exerted on 
the armature extension by the stop lug, 
whereas with the crown type of clutch 
considerable pressure is encountered. Less 
power is therefore required to release the 
magnetic clutch. There is a slight amount. 
of residual magnetism left in the clutch 
after the contacts are broken, which as- 
sists the inertia of the driven member in 
completing the revolution to the stop posi- 
tion. After the driven disc has been cam- 
med out the residual becomes negligible. 

Figure 2 shows the magnetic clutch as 
used on the upper shaft of Printer-Per- 
forator 23-A. The driven disc which com- 


Figure 2. Magnetic clutch on upper shaft of 
Printer-perforator 
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Figure 3. Magnetic clutch applied to 
start-stop impulse unit 


pletes the magnetic circuit is a part of an 
oilite sleeve, not shown on Figure 1, which 
also carries the cams that do the work. 
The hardened stop lug, a part of the 
driven disc, can be seen on this photograph 
in the idle or stop position. It is being held 
from rotating by the release magnet arm- 
ature extension. Also the armature exten- 
sion has cammed the driven member to 
the left, separating the contacting sur- 
faces of the clutch. The driven member 
is held from rotating backwards by a 
detent, not shown. Since they are held 
apart there is no wear on the clutch faces 
when the machine is idle and no signals 
are being received. Also there is no clutch 
load on the motor when the clutch is 
disengaged 

Stainless steel slip rings are used with 
phosphor bronze brushes. These are dis- 
similar metals and will give long wearing 
qualities. The rings are connected to the 
coil in the driving member and the mag- 
netic flux rotates at the shaft speed. 

‘The magnetic clutch has been applied 
experimentally to various other machines 
and Figure 3 is a photograph of it as 
applied to the Western Union Start-Stop 
Impulse Unit (Sub-base 4768-А). The 
driving member can be seen at either end 
of the shaft and the operating winding is 
imbedded in the cold rolled steel under 
the slip rings. The driven member is of 
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larger diameter and the large holes which 
can be seen on the periphery of the driven 
dise are used to reduce the inertia. This 
large diameter was necessary to match 
existing parts of the machine. 


Figure 4. Laboratory model of 
‘magnetic clutch 


Figure 4 is a photograph of the model 
which was used for laboratory tests. The 
diameter of the clutch used was only 
1-9/16 inches. Figure 5 shows a graph of 
the current in the coil plotted against 
torque taken at the point where slip is 
first detectable. The last point shown at 
0.050 ampere and 350 inch-ounces repre- 
sents about 1/7 horsepower being deli 
ered through the clutch to the prony 
brake. It is interesting to note that under 
the above conditions only 0.5 watt of en- 
ergy in the clutch coil carries the 1/7 horse- 
power (106 watts) load without slippage. 

‘The curve appears to be a straight line 
and indicates that magnetization is well 
below the saturation point of the cold 
rolled steel used for both the driving and 
the driven members of the clutch. 

Figure 6 shows how uniformly the 
clutch picks up the operating cam assem- 
bly on Printer-Perforator 23-A. Impulse 
Measuring Set 3-A* using Teledeltos 
paper was used for the recording. The 
circular Teledeltos disc is rotated through 
‘one complete revolution whenever a start 


^ This instrument is similar to the telegraph 
signal analyzer described in Tremwicar REVIEW, 
Vol. 2, No. 3, July 1948. 
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pulse is received. The recording stylus is 
moved radially across the disc from the 
center to its outer edge. Signal impulses 
cause black dots to appear on the paper 
in contact with the stylus whenever a sig- 
nal transition appears. The stylus moves 
very slowly and the record develops into 
a concentration of dots for repeated sig- 
nals. When the signals occur in exactly the 
same relation with respect to the start 
pulse, a relatively thin radial line is pro- 
duced, but where variations in this time 
occur the dots are scattered and the width 
of line is a measure of the irregularity of 
the subject of the test. 


Figure 5. Torque-current curve 


‘The start signal was received from a 
distributor transmitter which released the 
operating magnet of the printer-perforator 
and energized the release magnet of the 
impulse measuring set, A shows the start 
position of the Teledeltos disc. B is the 
end of the start pulse. Break contacts were 
added to the printer-perforator and were 
opened toward the end of the revolution 
by a stud on the operating cam. This shaft 
rotates at 750 rpm. C shows the point 
where these contacts are opened and D 
the point where the contacts are closed 
again. The record at C is of primary inter- 
est because it shows the uniformity of 
pickup of the magnetic clutch; that is, once 
the clutch has been released it picks up 
the load in the same time for each opera- 
tion. 
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Figure 6. 


Figure 7. 


Relative uniformity of pickup for magnetic and crown clutches 


‘The standard crown clutch used in the 
printer-perforator has 28 teeth. When the 
clutch is released, the teeth on the driving 
member have random positions with re- 
spect to the teeth on the driven member. 
‘The time at which the load is picked up 
depends upon the relative positions of the 
teeth at the time the cluch is released. 
Figure 7 is similar to Figure 6 and shows 
the operation of the crown clutch. The 
record at C shows the irregularity of pick- 
up of the crown clutch. This excursion 
covers about 13 degrees on the record and 
amounts to 5 milliseconds variation in time 
of engagement, which is the equivalent of 
two clutch teeth. 

From Figures 6 and 7 the pickup time 
of the magnetic clutch may be calculated, 
inasmuch as the earliest engagement of 
the crown clutch is instantaneous. The 
magnetic clutch takes 6 milliseconds from 
the instant when the clutch contacts are 


closed, energizing the coil, until the driven. 
member is rotating at shaft speed. 

The foregoing is somewhat in the nature 
of a laboratory progress report. Models 
have been made and tested but field trials 
have not been undertaken. For some appli- 
cations, simple modifications of the instru- 
ment of which the clutch is a component. 
appear to be quite practicable. For others, 
such as the Distributor 45-A, it might be 
necessary eventually to redesign the en- 
tire mechanism to accommodate the mag- 
netic clutch. Evidently, too, the necessity 
for direct current to operate the clutch 
could limit its field of use. 

Of course new mechanical clutch units 
as well as those electrically energized are 
being studied. The fact remains that there 
is room here for technical advancement in 
the automatic telegraph apparatus field, 
and that practical clutch improvement 
could have wide application, 
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